80 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, January 19, 1965 


Members present: Dean Battley, Howard 
Lutz and Carl Moore. Inspectors Donald 
E. Deal, Ray Dwyer and Dale Hoover—6. 


Mr. Keith Norris and E. J. Baker were 
excused. 


Meeting called to order at 7:10 P.M. by 
acting Chairman Moore. 


The minutes of the last meeting were 
read and accepted as read. 


Thomas M. Glennon of 3800 Richmond 
Street and Alfred Fortino of 1425 Prospect 
Street, applied for examination for class 
“J’’ licenses. The applications were ac- 
cepted and examination started under In- 
spector Hoover’s supervision. 


Inspectors Hoover and Dwyer reported 
on the investigation of Mr. M. Campbell of 
6141 Maple Road and the proposed electrical 
work for which he desires a home-owners 
permit. At this point Mr. and Mrs. Camp- 
bell were admitted to the meeting and the 
needed corrections were discussed frankly. 


It was concluded that Mr. Campbell is not 
qualified to make the corrections without 
a lengthy interruption of electrical service 
to the house, therefore he agreed to employ 
a licensed contractor and have the correc- 
tions completed and inspected before the 
next regular Board meeting. 


Mr. Deal displayed his registration as a 
Certified Electrical Safety Engineer and 
was complimented by the Board members. 
The Board considers that this is an im- 
portant step forward in our inspection 
service. 


A motion to adjourn was made and 
seconded at 9:00 P.M. and passed. 


Mr. Fortino completed the examination 
with a passing grade. 


Mr. Glennon completed the examination 
with a passing grade. 


Respectfully submitted, 
DONALD E. DEAL. 


Secretary. 
B 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, February 16, 1965 


Members present—Chairman Keith Nor- 
ris, Carl Moore, E. J. Baker, Howard Lutz. 
Inspectors Donald E. Deal, Ray Dwyer and 
Dale Hoover—7. 


Absent: Dean Battley—1. 


Meeting called to order at 7:07 P.M. by 
Chairman Norris. 


The minutes of the last meeting were 
read and approved as read. 


Richard E. Dutcher, 4705 Burchfield Dr. 
Lansing requested examination for Class 
“J”’ License, 


Jack A. Jones, 3280 Eaton Rapids Road, 
Lansing requested examination for Class 
“J” license. 


Gerald D. Allen, 6321 Marywood Ave., 
Lansing requested examination for Class 
“J”? license. 


Stephen Taylor, 1207 S. Holmes St. Lan- 
sing requested examination for Class “MJ” 
license. 


Requests were granted and examination 
started in separate rooms under supervi- 
sion of Inspector Hoover. 


Dennis Thocker of 2825 West Kalamazoo 
Street, Lansing is building a new home at 
3101 South Waverly Road, Lansing. He 
will make this his residence when it is 
completed. Mr. Thocker has a homeowners 
permit to do the interior wiring and desires 
to install the 200 ampere electrical service 
for the house also. He presented a satis- 
factory drawing and answered questions. 
Mr. Baker moved and Mr. Moore seconded, 
permit be granted. 


Motion passed. 


Mr. H. Kolb, Chief Engineer at the Jack 
Tar Hotel applied for a Class “IMJ” license. 
Mr. Kolb presented certificates and letters 
of proof of his qualifications to perform 
supervision over this type of work. 


A motion was made by Mr. Baker and 
seconded by Mr. Lutz—A Class “MA” 
License be granted. 


Motion passed. 


Mr. Paul Cook, a former licensed elec- 
trical contractor in Lansing, applied for 
re-instatement of his license. He has been 
in California for several years, but was em- 
ployed in the electrical trade while there. 
His past record with us was good. He is 
presently employed by a Flint Contractor, 
but lives in Lansing at 223 Custer Street. 
His answers to examination was satisfac- 
tory. 


Mr. Moore moved that the license be re- 
instated as a “MJ” seconded by Mr. Lutz. 


Motion passed. 


A motion to adjourn was passed at 9:15 
P.M. 


Mr. Richard Dutcher passed the examina- 
tion. 


Mr. Jack Jones passed the examination. 
Mr. Gerald Allen passed the examination. 
Mr. Stephen Taylor did not complete the 
examination. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, March 16, 1965 


Members present: Chairman Keith Nor- 
ris, Dean Battley, Howard Lutz, Carl 
Moore, E. J. Baker. Inspectors Donald E. 
Deal, Ray Dwyer and Dale Hoover—8. 


The minutes of the last meeting were 
read and approved after the following cor- 
rection “‘A motion was made by Mr. Baker 
and seconded by Mr. Lutz, a class ‘L.M.J.’ 
license be granted to Mr. H. Kolb.” 


A letter to be mailed to all electrical 
contractors concerning the use of alumi- 
num conductors for services, was read 
and discussed. 


The proposed amendments to the City 
Electrical Code were discussed at length. 
The Board requests typed copies for each 
member to be ready at the next regular 
meeting. 


Ralph Frazier of 1535 Lyons Avenue, 
Lansing appeared to request a home owners 
permit to install a new 100 ampere service 
at the above address, his home. He pre- 
sented a good drawing and answered ques- 
tions to the satisfaction of the Board. 


A motion was made by Mr. Moore, 
seconded by Mr. Lutz( permit be granted. 


Motion passed. 


Robert Savage, 1421 Vine Street, Lansing 
appeared to request a home owners permit 
to install a 100 ampere service at the above 
address, his home. He presented a satis- 
factory drawing and answered the Boards 
questions readily. 


A motion was made by Mr. Baker and 
seconded by Mr. Lutz, permit be granted. 


Motion passed. 


There was further discussion of changes 
needed in the City Electrical Code. 


A motion was made by Mr. Battley and 
seconded by Mr. Baker to adjourn. 


Motion passed at 8:30 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


530 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, April 20, 1965 


Members present: Chairman Keith Nor- 
ris, Dean Battley, E. J. Baker and Howard 
Lutz —4. 


Inspectors—Donald E. Deal, Ray Dwyer 
and Dale Hoover—3. 


Guest—Woodrow Summers, Board of 
Water and Light. 


Excused—Carl Moore 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


The minutes of the last meeting were 
read and discussed. 


Mr. Baker made a motion to accept the 
minutes as printed, seconded by Mr. Lutz 
and passed. 


Robert C. Sweet, 11201% South Washing- 
ton Avenue, Donald Dyer, 3011 Lafayette 
Avenue, Jimmie Hill, 4703 Huges Road, 
Nick R. Box, 1849 Eureka Street and Vern 
Schuchaskie, 837 Tisdale Street, all ap- 
plied for examination for Class ‘J’ license. 
Examination granted and conducted by 
Mr. Hoover, 


Leo Saul, 316 Frederich Street, appeared 
to request re-instatement of his class ‘J’ 
license. Mr. Saul has been in California 
and has worked as an electrician continu- 
ously during his absense. His past record 
is good and the inspectors stated his work 
is good. 


Motion by Baker, the license be re-in- 
stated, seconded by Lutz and passed. 


The proposed amendment to Section 9-53 
of the Lansing Electrical Code was dis- 
cussed. 


Ramiro Cena, 2511 South Washington 
Avenue, appeared to request a home- 
owners permit to install a new 100 ampere 
service at his home, the above address. 
A drawing was submitted and the ques- 
tions by the Board were answered. Mr. 
Cena has not requested the Engineers spot 
from the Board of Water and Light. 


Motion by Lutz—Inspector Deal be au- 
thorized to issue the permit after a spot 
has been issued, seconded by Battley and 
passed. 


Mr. Summers presented a new meter 
socket, as compared with the one being 
used presently to familiarize the Board and 
inspectors with the grounding and neutral 
provision of the new socket. The neutral 
conductor will not be interrupted in the 
meter socket. 


The Board discussed the present extreme 
shortage of skilled workmen in the elec- 
trical industry and tentatively agree to 
special meetings, if needed, to explore all 
methods of providing legal licensing for 
the temporary periods of such employment. 


Meeting adjourned by motion at 8:55 


The inspectors completed the examina- 
tions and graded the papers. 


Verm Schuchaskie, Jimmie Hill, Donald 
Dyer and Robert Sweet failed to obtain 
a passing grade and will be so notified. 


Nick R. Box obtained a passing grade 
and will be licensed upon application. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, May 18, 1965 


Members present: E. J. Baker, Dean 
Battley, Howard Lutz, Carl Moore and 
Keith Norris—5. 


Inspectors, Donald E. Deal, Dale Hoover 
and Ray Dwyer—3. 


Meeting called to order by Vice-Chairman 
Baker. 


Roger Daniels, Larry Jack Daniels and 
John Higgenbottom requested examination 
for Class ‘J’ license, request granted and 
examination started under supervision of 
Mr, Hoover. 


Minutes of the last meeting were read 
and approved as printed. 


Mr. Norris arrived at 7:25 and assumed 
the chair. 


Mr. Jose M. Pena, recently of Laredo, 
Texas and presently living at 714 Baker 
street, appeared to request recognition of 
his Master Electrician License issued in 
Laredo, Texas. Mr. Pena displayed limited 
oe of the wiring methods used 
ere. 


Mr. Battley moved that a class ‘J’ 
license be granted and Mr. Pena be re- 
quested to work for a licensed contractor 
for at least 30 days before writing the 
M. J, examination. 


Motion was seconded by Mr. Moore and 
Passed. 


Mr. James W. Sonfilippo, Mr. Robert 
Malespin and Mr, Varion Smith, all em- 
ployed by the Lansing Company, requested 
audiance with the Board. Mr. Sonfilippo 
is in charge of electrical maintenance for 
the Lansing Company and said company 
desires to be licensed to do their own elec- 
trical work within their plant, 


Mr. Sonfiilippo presented letters and 
credentials proving his qualifications to 
the satisfaction of the Board. 


Mr. Battley moved that Mr. Sonfilippo be 
granted an I.M.J. License and the Lan- 
sing Company be granted a Class III 
License, Seconded by Mr. Moore and passed. 


Mr, Paul Moore of Liquid Glaze Company 
appeared with credentials of qualifications 
as an Industrial Electrician. He wishes to 
obtain a class I.M.J. License and a class 
III License for Liquid Glaze Company. 


Motion by Mr. Lutz that the request be 
granted, seconded by Mr. Battley and 
passed, 


Ronald McBride of 2315 Rheamount 
Street, appeared to request permission to 
write the M. J, examination at a later 
date. Mr. McBride displayed a contractors 
license from California, but did not write 
an examination for it. The Board agreed 
that the proper procedure would be for 
him to write the examination. 


A drawing of a proposed service, sub- 
mitted by Satirios Siettas of 737 Fenton 
Street was considered and was found to 
be defective. Mr. Baker moved the permit 
be denied, motion seconded by Mr. Battley 
and passed, 


Mr, Dwyer reported at length on progress 
in licensing the four Lansing Hospitals to 
provide assurance that qualified electricians 
are responsible for. the electrical systems 
in use. 


Mr. Battley made a motion to adjourn, 
seconded by Mr. Baker and passed at 9:30 
P.M. 


Examinations were completed under 
supervision of inspectors. Larry Jack 
Daniels obtained a passing grade. 


John Higgenbottom and Roger Daniels 
failed to obtain a passing grade. 


Respectfully submitted, 


DONALD E, DEAL, 
Secretary, 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, June 15, 1965 


Members present: Howard Lutz, Dean 
Battley, Keith Norris and Carl Moore ~4. 


Inspectors Donald E. Deal, Ray Dwyer 
and Dale Hoover—3. 


Mr. E. J. Baker was excused. 


Meeting called to order by Chairman 
Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Mr. Henry DeVries, Mr. Paul H. Bout- 
well, Mr. Burt MacGregor, Mr. Gary 
Holden, Mr. James Holden, Mr. Dougald 
W. Andrews and Mr. Ralph P. Clement re- 
quested examination for journeyman li- 
cense. The requests were granted and ex- 
amination started in separate rooms under 
the supervision of Inspector Hoover. 


The proposal to re-write the electrical 
ordinance was discussed at length. 


The Home-owners examination and per- 
mit was discussed with suggestions for 
improvement. 


Election of Officers: 


The Chairman declared the meeting open 
for nominations. 


Mr. Baittley made a motion—The present 
officers be re-elected. Motion seconded by 
Mr. Moore. 


Motion passed after discussion. 


Keith Norris is re-elected Chairman 


E. J. Baker is re-elected Vice-Chairman 


Motion by Mr. Moore to adjorn. Seconded 
by Mr. Lutz and passed at 9:30 P.M. 


The inspectors remained to complete the 
examinations. 


Mr. Henry DeVries, Mr. Burt MacGregor, 
Mr. James Holden, Mr. Dougald Andrews 
and Mr. Ralph Clements obtained passing 
grades. 


Mr. Paul Boutwell and Mr. Gary Holden 
failed to obtain a passing grade. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Special Meeting, June 24, 1965 


Members present—Howard Lutz, E. J. 
Baker, Dean Battley, Keith Norris, and 
Carl Moore—5. 


Inspectors Donald E. Deal, Ray Dwyer 
and Dale Hoover—3. 


City Attorney Eugene Wanger. 


This meeting was called by Chairman 
Norris for the purpose of interrogating 
the individuals involved in a report that 
unlicensed persons are performing electrical 
installations within the City of Lansng. 


The meeting was called to order by 
Chairman Norris at 7:10 P.M, 


The City Ordinance and the State Elec- 
trical Laws were discussed with the City 
Attorney. 


Mr. Heuer was admitted at 7:30 P.M. 
and readily admitted that he had been in 
violation, but was under the impression 
that small jobs, of the type he was doing, 
was exempted in the State Law. He agreed 
to abide by the recommendation of the 
Board, 


Mr. Heuer was, excused. 


Mr. Batley made a motion that no action 


be taken at this time against Mr. Heuer, 
Seconded by Baker and Passed. 


Mr, Frank Mann and Mr. Robert Reddin 
were admitted at 8:20 P.M. and after 
volunteering information as to their part 
in this occurance, further agreed to have 
Mr, Reddin, a licensed electrical contractor, 
take over and re-do all the work that was 
performed in the City of Lansing, with a 
permit and inspection for each job. Mr. 
Mann agreed to hereafter make sure his 
sub-contractors are properly licensed. 


Mr. Reddin and Mr. Mann were excused. 


The Board discussed the statments as to 
the best method of protecting the public. 


A motion was made by Battley—No 
action be taken until corrections are com- 
pleted. Seconded by Mr. Baker. 


Pased. 


Mr. Battley moved for adjournment, 
eae by Mr. Lutz and passed at 8:50 
-M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary, 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, July 20, 1965 


Members present: Chairman Keith Nor- 
ris, E. J. Baker, Howard Lutz, Carl Moore, 
Inspectors Ray Dwyer, Dale Hoover and 
Donald E, Deal—7. 


Excused: Dean Battley—1. 


Meeting called to order by Chairman 
Keith Norris at 7:10 P.M. 


Mr. Baker made a motion to appoint 
Ray Dwyer as acting secretary in the 
absence of Donald Deal as of July 20, 1965 
and seconded by Carl Moore. 


Motion carried. 


Minutes of June 15, 1965 approved as 
read. 


Minutes of June 24, 1965 special meeting 
to be corrected to read as follows: from— 
take over and redo all the work—to make 
the necessary re-installation to comply 
with the Code. 


Alvin L. David Jr., John Campbell and 
Kerry E, Baldwin requested examination 
for Class “J’? License. Request granted 
and examination started under the super- 
vision of Mr. Hoover. 


Donald Deal arrived late due to previous 
commitments. 


Francis W. Quick of Lansing Stamping 
Company appeared to request an Industrial 
Master License to act as supervisor for 
the Lansing Stamping Company. Mr. Quick 
presented satisfactory proof of his qualifica- 
tions and answered questions readily. 


A motion was made by Mr. Baker, 
seconded by Mr. Moore, that Mr. Quick be 
granted a class I.M.J. license. Motion 
passed. 


There was a long discussion of the pro- 
posed new Lansing Electrical Code, 


Mr. Moore made a motion to adjourn at 
8:45 P.M., seconded by Mr. Baker. Motion 
passes. 


The inspectors remained until examina- 
tions were completed. 


Alvin L. David Jr. had a passing grade 
on his examination. John Campbell and 
Kerry E. Baldwin failed to obtain a pass- 
ing grade. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, August 17, 1965 


Members present: Keith Norris, Dean 
Battley and Howard Lutz and Inspectors 
Donald E. Deal, Ray Dwyer and Dale 
Hoover. 


Director of Public Service, Robert Backus. 
Absent Carl Moore and E. J. Baker. 


Meeting called to order at 7:10 by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Steve Tinker appeared to request exam- 
ination for class ‘J’ license. Permission 
granted and examination started in ancther 
room under supervision of Mr. Hoover. 


The improper use of interlocked metal 
armoured cable as feeders in apartment 
buildings was discussed at length. Mr. 
Deal was instructed to prepare a letter to 
all electrical contractors explaining that 
this practice is not permitted. 


The use of aluminum conductors for 
grounding was discussed and a conclusion 
was reached. Mr. Deal was _ instructed 
to prepare a letter to all electrical con- 
tractors explaining the conditions of use. 


Mr. J. P. Reilley of the Reynolds Metal 
Company was granted an audience to dis- 
cuss the latest development in aluminum 
conductors. He supplied the Board and 
inspectors with considerable technical in- 
formation. 


Copies of the proposed new electrical 
ordinance were distributed and was dis- 
cussed item by item to enlighten the 
Board members. 


The Chairman requested each Board 
member to study these proposals and make 
notes of possible corrections. <A _ special 
meeting was set for Tuesday, August 24, 
1965 to further consider these changes. 


Mr. Battley moved to adjourn, seconded 
by Mr. Lutz and passed at 10:50 P.M. 


Mr. Tinker failed to pass the exami- 
nation.. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Special Meeting, August 24, 1965 


Members present: Chairman Norris, 
Howard Lutz, Dean Battley, Carl Moore 
and E. J. Baker—5. 


Inspectors Donald E. Deal, Ray Dwyer 
and Dale Hoover—3. 


Meeting called to order at 7:03 P.M. by 
Chairman Norris. 


The articles of the proposed new Lansing 
Electrical Code were studied, one para- 
graph at a time and corrections made for 
proper wording and clarity. Each cor- 
rection made by unaminous consent only. 


Mr. Battley made a motion to recess at 
10:30 P.M. and reconvene at 7:00 P.M. 
August 25, 19665, 


Motion seconded by Mr. Lutz and passed. 
August 25, 1965. 


Meeting reconvened at 7:00 P.M. to 
continue work on proposed code. 


Motion to adjourn was made by Mr. 
Baker and seconded by Mr. Moore at 
11:00 P.M. 


Motion passed. 


DONALD E. DEAL, 
Secretary. 


N/M 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, September 14, 1965 


Members present—Chairman Keith Nor- 
ris, Dean Battley, E. J. Baker, and Carl 
Moore—4. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Excused: Howard Lutz—1. 


Meeting called to order by Chairman 
Keith Norris at 7:00 P.M. 


Minutes of the last meeting were read 
and approved. 


Mr. Jose Pena appeared to complete his 
agreement with the Board. Mr. Pena’s 
M. J. License was granted. 


Mr. Theodore Fitch of 822 Willoughby 
Road, Lansing, Michigan, applied for a 
home owners permit to install a 100 ampere 
service at his home. The sketch submitted 
was not complete and he did not have 


his service location from the Board of 
Water and Light. A motion was made by 
Mr. Baker and seconded by Mr. Battley 
that Inspectors Dwyer or Deal be author- 
ized to issue the permit after Mr. Fitch 
submits corrected sketch and service spot. 


Motion passed. 


The Board then started work on the 
new code, 


Mr. Moore moved for adjournment, 
seconded by Mr. Baker and passed at 10:15 
P.M. 


The next meeting will be on October 12, 
1965 at 6:30 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, October 12, 1965 


Members present: E. J. Baker, Keith 
Norris, Dean Battley, Howard Lutz and 
Carl Moore—5b. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Absent: None. 


Meeting called to order at 7:08 P.M. by 
Chairman Norris. 


Minutes of the Ist meeting were read 
and approved as printed. 


John Dahl of 524 Monroe Street, Lan- 
sing, Michigan requested renewal of his 
home-owners permit, which had expired. 
The Board decided that in as much as he 
had once been granted the permit, it 
should be renewed upon receipt of the 
proper fees. 


Richard D. Ray of 2324 Tecumseh River 
Drive, Lansing, requested an examination 
for class ‘J’ License, request granted and 
examination started in a separate room un- 
der the supervision of Mr. Hoover. 


Charles Green appeared to request his 
LM.J. License. His proof of qualifica- 
tion was acceptable and the license was 
granted on a motion by Mr. Baker, seconded 
by Mr. Battley and passed. 


Laurits Hansen of 2306 Annetta Road, 
Lansing, Michigan requested a home own- 
ers permit to do interior wiring while 
remodeling his home. Permit granted. 


The proposed new code was read and 
the latest corrections were accepted. 


The next meeting will be November 9, 
1965. 


A motion to adjourn was made by Mr. 
Battley and seconded by Mr. Moore and 
passed at 9:15 P.M. 


Mr. Richard Ray did not pass the ex- 
amination, 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, November 9, 1965_ 


Members present — Howard Lutz and 
Keith Norris, Carl Moore (arrived late) 
Inspectors Donald E. Deal, Ray Dwyer and 
Dale Hoover—6. 


Excused—Mr. Baker and Dean Battley 


John Bischoff of 1311 Otto Street, Lan- 
sing, Michigan, requested a home owners 
permit. His drawings and examination 
were good and the permit was granted. 


Moses Terry of 514 Mifflin Street, Lan- 
sing, requested a homeowners permit. His 
drawings and examination were accept- 
able and the permit was granted. 


Lawrence Yerke of 5661 Valencia Street, 
Lansing, requested a homeowners permit. 
His drawings and examination were ac- 
ceptable and the permit was granted. 


Thomas Ellis, 1910 Reo Road, Lansing, 
requested the Journeyman’s examination. 
Lawrence L. Calkins, 2025 Robinson Road, 
Lansing, requested the Journeyman’s ex- 
amination, requests granted and exami- 
nation started in separate rooms under 
supervision of Mr. Hoover. 


Donald Dyer of 3011 Lafayette Avenue, 
Lansing, requested the Journeyman’s ex- 
amination. 


Cecil Linderman 2609 Forest Avenue, 
Lansing, requested examination for class 
I.M.J. License. Examination was satis- 
factory. 


Mr. Lutz made a motion to grant the 
license, seconded by Mr. Moore and passed. 


Mr. Moore was excused and the others 
worked on the proposed new Electrical 
Code while the examinations were being 
completed. 


All writing the examinations had a 
passing grade. 


A special meeting was called for Novem- 
ber 16, 1965. 


Meeting adjourned at 10:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Madison from Grand to Washington 
be reconsidered and adopted. 


Carried. 


9. A motion was made and seconded that 
parking be prohibited on the east side 
of Clayton from Oakland to Hyland. 


Carried. 


10. The Traffic Board recommends to City 
Council parking regulations on streets 
in the area in connection with open- 
ing of the lot leased from Michigan 
National Bank in the 300 block of 


COUNCIL PROCEEDINGS 1465 


Greenlawn for public off-street park- 
ing to be known as Parking Lot No. 
20. (Note: This recommendation was 
approved at October meeting). 


A discussion was held relative to park- 
ing fines. The Board was of the opinion 
that the Municipal Court judges and the 
City Council should decide what the fines 
should be. 


There being no further business meeting 
adjourned at 9:15 P.M. 


Respectfully submitted, 
LANSING TRAFFIC BOARD, 


ALLEN T. HAYES, 
Secretary. 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Special Meeting, November 16, 1965 


Members present—E. J. Baker, Dean 
Battley, Keith Norris, Howard Lutz, and 
Carl Moore—5. 


Inspectors present—Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Chief Assistant City Attorney W. H. Van 
Duzer also present. 


Minutes of the last meeting were read 
and accepted by motion. 


Mr. Henning of 514 West Holmes Road, 
Lansing, Michigan appeared to request a 
home owners permit to install a new ser- 
vice at his home, the above address. His 
examination was satisfactory, but he had 
no drawing. 


Mr. Battley moved-permit be granted 
by the inspector after Mr. Henning pre- 


sents an acceptable drawing. Seconded by 
Mr. Moore and passed. 


The Board then started work on the 
proposed new electrical code, examining it 
word by word. 


A motion was made by Mr. Baker—This 
Board accept the proposed code as amended 
November 16, 1965 and submit it to the 
Council for their consideration. Seconded 
by Mr. Battley and passed. 


Mr. Lutz made a motion to adjourn, 
seconded by Mr. Moore and passed. 
Adjourned at 10:15 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, December 14, 1965 


Members present: Dean Battley, Howard 
Lutz and Carl Moore and Inspectors Donald 
E. Deal, Ray Dwyer and Dale Hoover—6. 


Meeting called to order at 7:15 P.M. by 
Secretary Deal. 


A motion was made by Mr. Lutz, second- 
ed by Mr. Battley, that Mr. Moore act as 
temporary Chairman. 


Motion passed. 


Richard Lower, 810 Dunlap St.; Daniel 
Waltz, 2726 Manley Dr.; Elton R. Hanson, 
424 W. Maple St. and Gary Holden, 1407 
W. Holmes Rd. applied for the electrical 
Journeyman’s examination. 


: Permission to write granted and examina- 
tions started in separate rooms under the 
supervision of Inspector Hoover. 


Harold Haney of 2116 Luwanna Dr., 
Lansing, requested a home owners permit 
to install a 100 amp service at his home, 
permit granted after his drawing was 
checked and questions answered. 


Robert Morrison of 2918 Risdale, Lan- 
ing, requested a home owners permit to 


install new wiring within his home. Per- 
mit was granted after interragation. 


Robert Ross of 525 Irvington St., Lan- 
sing, requested a home owners permit to 
install a 100 amp service at his home. Per- 
mit was granted after inspection of his 
drawing and questioning. 


Meeting adjourned by the temporary 
Chairman at 10:00 p.m. 


The inspectors remained to complete ex- 
aminations. 


Richard Lower, Daniel Waltz and Gary 
Holden all passed their examinations. 


Elton R. Hanson did not have a passing 
grade on his examination. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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RESEARCH AND PUBLIC RELATIONS 
SUB-COMMITTEE 


Mrs. Betty Goodman, vice-chairman ex- 
plained about a meeting they held on Feb- 
ruary 1, 1966 with the Police Personnel 
Board to discuss better Police Community 
relations and the In-Service training pro- 
gram for Police officers. Explained also 
were the types of F.H.A. properties to be 
available for open market. 


UNFINISHED BUSINESS 


None. 


NEW BUSINESS 
Public Hearing— 


This meeting was held at the Lansing 
Church of God and Christ (the first in a 
series of meetings to be held outside the 
City Hall). There were approximately 50 
people present at this meeting (members 
of families being displaced by the I-496 
highway) to discuss with the Committee, 
their problems and complaints of being 


FEBRUARY 21, 1966 


unable to find homes in their price range 
and being unable to find homes in areas 
equal to the areas in which they are pre- 
sently living. Demands were made by the 
residents to discontinue the highway con- 
struction until adequate housing is found 
for the displaced families, even if it would 
mean the possible loss of federal funds. 


Mr. William Mateer—-Housing Director, 
and Mr. Marcell Elliott from the relocation 
office were also present at the meeting. 
Mr. Mateer answered a number of questions 
asked him by the audience regarding avail- 
able low-rent housing. After this had been 
reviewed and the highway department time 
table was given for razing homes along 
the corridor, many expressed their feelings 
as to the deadlines. 


The Director stated due to industrial 
expansion and the people coming to Lan- 
sing to live from out State have com- 
plicated the problem of providing ample 
housing for people in the corridor. 


Meeting adjourned at 9:45 p.m. 
Respectfully submitted, 


JAN THOMPSON, 
Secretary. 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, December 14, 1965 


Members present: Keith Norris, Howard 
Lutz, Carl Moore and Dean Battley—4. 


Excused: E. J. Baker—1. 


Inspectors: Donald E. Deal, Ray Dwyer 
and Dale Hoover—3. 


Meeting called to order at 7:05 P.M. by 
Chairman Norris. 


The minutes of the Special meeting of 
January 24th, 1966 were read and a mo- 
tion made by Mr. Lutz, seconded by Mr. 
Battley, that the minutes be accepted as 
printed and passed. 


The meeting was opened to old business. 
The board studied the proposed revisions 
to the electrical code. 


John Kowatch requested an audience to 
request re-instatement of his Class M. J. 


license. Mr. Kowatch reduced his classi- 
fication to a Journeyman’s license when he 
became the instructor of electrical appren- 
tices for the State of Michigan. The board 
considered his past experience and the fact 
that he is a graduate electrical engineer. 


Mr. Moore made a motion to re-instate 
the M. J. license, seconded by Mr. Lutz and 
passed. 


The Board worked on new examinations 
for the Journeymen applicants. 


Mr. Battley made a motion to adjourn 
and was seconded by Mr. Moore and passed 
at 10:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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